043  — FIRST  METHODIST  CHURCH,  Oneonta,  N.  Y.  Cify  of  the 
Hills.  Built  in  1926  of  native  grey  stone,  this  church  is  15th 
Century  Perpendicular  Gothic.  Its  beautiful  windows  tell  the  story 
of  the  life  of  Christ. 
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